Findings for Comprehensive Permit: 


The project meets the Arlington Wetland Regulations climate 
change standards through consideration of climate change 
resilient native plantings, invasive plant control, and a 
stormwater management system to collect and infiltrate 
stormwater run-off from the proposed structure, sized for the 
100-year design storm calculated using NOAA14++ rainfall 
data, which captures future expected increases due to climate 
change. 

The project includes a small amount of impact in the outermost 
portion of the Adjacent Upland Resource Area (AURA), which is 
defined in the Arlington Wetland Regulations. This impact is 
mitigated by the significant improvements being made to the 
restored woodland area, which is partially within the AURA and 
wholly in the Riverfront Area. 


